


All Facilities: 


foSX S epe r rk,d nW furt ^ r "°*^L Administrative/Operationa! date and records for tee 


110000 UTC to 120400 UTC e g, September 10, 2001 2000 - 2400 local 

September 11, 2001 0000 - 2400 local 

This is for ell Facilities, e.g, Centers, Terminals, AFSS's, FSDPS's. and 1 FCT's 

Hub Managers, please notify appropriate FCT$. 

I‘ a question arises whether or not you should retain the data, RETAIN IT, 

Any questions, pis call AEA-505. 

Regards, 

Ron 
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